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1 March 1962 


Desx Milt, 

Thank you very much fer your excellent suggeetion of 
23 February. I am enclosing a copy of & letter addressed to 
other interested parties ané I hope you will be able to respond 
with your requirements. I aseume you are in favor of a central 
calibration laboratory. 


Sincerely, 
E.P.K. 
Enclosure 
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